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TAGS: TPHY OSCI GR 

SUBJECT: PROPOSED NARCOTICS RESEARCH 
REF: STATE A-5455 

1. THE EMBASSY HAS DECIDED TO POSE NO OBJECTION TO THE 
PROPOSED AWARD BY THE PUBLIC HEALTH SERVICE TO PROFESSOR 
COMITAS LAMBROS FOR "ANTHROPOLOGICAL RESEARCH ON GREEK 
HASHISH USE," ASSUMING THE DEPARTMENT CONCURS IN THE 
RECOMMENDATION IN PARAGRAPH FOUR BELOW. 

2. AS THE DEPARTMENT IS AWARE, USG FINANCED ANTHOROGOPOGICAL 
RESEARCH IS A POTENTIALLY SENSITIVE SUBJECT IN ALL FOREIGN 
COUNTRIES, INCLUDING GREECE. MOREOVER THIS PROJECT 
APPARENTLY ENTAILS CLOSE COOPERATION WITH THE GREEK 
POLICE, WHICH HEIGHTENS ITS POTENTIAL FOR EXPLOITATION BY 
HOSTILE ELEMENTS HERE. WE NOTE FOR EXAMPLE THAT THE PROJECT 
PROPOSAL STATES THAT IN A PREVIOUS PHASE OF THE PROJECT 
"POLICE NARCOTIC ARCHIVES ON ALMOST ALL OF GREECE WERE 
COMBED AND COPIED". 

3. ON THE OTHER HAND, THE RESEARCHERS WILL BE SPONSORED 
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ATHENS AND THEY HAVE WELL ESTABLISHED CONTACTS WITH 
GREECE BASED IN PART ON LAMBROS' EARLIER RESEARCH HERE. 

MOREOVER, THE USE OF NARCOTICS IS HELD IN NEAR UNIVERSAL 
DISREPUTE BY GREEKS. THESE CONSIDERATIONS, I.E. THE 
SPONSORSHIP BY THE UNIVERSITY, THE RESEARCHER S WELL- 
ESTABLISHED CONTACTS AND THE CONTEXT OF GREEK OPINION 
RE NARCOTICS HAVE PERSUADED US TO POSE NO OBJECTION TO 
THE PROJECT. 

4. HOWEVER, THE EMBASSY BELIEVES IT IMPORTANT THAT DR. LAMBROS 
BE AWARE OF THE CONCERNS OUTLINED IN PARAGRAPH 2. THUS, WE 
RECOMMEND THAT THE DEPARTMENT CONTACT HIM TO DISCUSS THE 
PROJECT AND THE SENSITIVITIES OUTLINED ABOVE WITH HIM. 

KUBISCH 
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